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The United States Electric Lighting Company, 
Equitable Building 

New York, 

March 25, 1882 


All correspondence to be addressed to “The United States Electric Lighting Company”, 120 
Broadway. 


1 Enclosure: 


J. Loudon Snowden, Esq., 
Director of the U.S. Mint, 
Philadelphia, Pa. 


Dear Sir: 


The period allowed for the trial of the electric light plant furnished by us and set up in the 
Mint elapsed some time since, and we now beg to enclose our bill for the same, amounting to 
$5888.09, and will thank you to give the same attention at as early a day as is convenient. 


We remain, 

Very truly yours, 

The United States Electric Lighting Co., 
H.C. Francis 

General Manger. 


